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DEPARTMENT OF THE AIR FORCE 
HEADQUARTERS UNITED STATES AIR FORCE 
WASHINGTON 25, D.C, 


AFCIN-183 30 Jme 1959 
MEMORANDUM FOR MR. PAUL BOREL, CHAIRMAN, USIB COMMITTEE ON DOCUMENTATION 
SUBJECT: General Electric AFGIN Sub-System Design 


Four capies of the GE Phase 1 Design Apy h, Consolidated Sub- 
System for “1, 2 and 3 have been f to ee CODIB 
consideration in accordance with policy paper, CODIB-D-26, and for 
es “veal Additional copies will be forwarded as they become 
availa * 


FOR THE CHIEF OF STAY?: 


SHENSON R. DeBRULER 

Lt Colonel, USAF 

Directorate of Collection 
& Dissemination 

Aca /Intelligence 


*USAF Declass/Release Instructions On File* 
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